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OLIC HOSPITAL ASSOCIATION Nursing School Evaluation 
Program) 


D 
Damien, O.S.F., R.N., Sister, The Selection of the Staff Nurse, Apr., 
118-19 


DAUGHTERS OF MARY, HEALTH OF THE SICK 


Medical Missionary Activities; A Symposium Presented at the 
23rd Annual Convention, C.H.A., Friday Morning, June 17, 
1938: III. The Work of the Daughters of Mary, Health of the 


Sick (Edward F. Garesché, S.J.), Nov., 369-71 
Dengel, S.C.M.M., M.D., Anna, Medical Missionary Activities; A 
Symposium Presented at the 23rd Annual Convention, C.H.A., Fri 
day Morning, June 17, 1938: VI. Am I My Brother’s Keeper? Nov., 


DEPARTMENTS 
Departmental Supervisory Personnel (Dir. II, Chap. I, 4£), Sp. 

Dir. No., 4 
-Departmental Supervisory Personnel (Dir. II, Chap. II, 3e), Sp. 


Dir. No., 6 
DIETARY DEPARTMENT 
The Dietitian and the Hospital Personnel (Sr. R.H.), June, 


Kenny, 


DIETITIAN 
The Dietitian and the Hospital Personnel (Sr. Kenny, R.H.), June, 
196 
Domitilla, R.N., M.A., Sister M., The Five-Year Curriculum in Nurs- 
ing: II. Selection of Students and the Fields of Specialization, Jan., 
12-14 
Duffy, D.D., His Excellency, The Most Reverend John A., Greetings 


to the 23rd Annual Convention of the Catholic Hospital Association: 


Greetings from the Diocese, July, 207 


E 
EDITORIALS 
The Allotment of Surplus Commodities to the 
Schwitalla, S.J.), Dec., 430 
-Attitude of the Hospital Associations to the National Health Pro- 
gram (A. M. Schwitalla, S.J., et al), Dec., 427-30 
me Attitude on Social Problems (A. M. S., S.J.), Apr., 


126-2 

PM oe as, 1938 (Alphonse M. Schwitalla, S.J.), Dec., 391 

A Comparative Analysis of the Statements of Various Hospital 
Organizations and of the American Medical Association on Ele- 
ments of the National Health Program, Nov., 389 

The Convention (A. M. S., S.J.). Mar. 

The Evaluation Program ( A. M. S., S = ), Mar., 97 

A Film, a Journal, and the Birth of a Baby (A. M. S., S.J.), 


June, 198-99 
— and Economics (Alphonse M. S.J.), Aug., 235- 
1867-1938 (A. M. S., 


Hospitals (A. M. 


Schwitalla, 

nig Eminence Patrick Joseph Cardinal Hayes, 
S.J.), Oct., 350-52 

The Hospital Associations and the National Health Program, Nov., 
386 

Hospital Day (A. M. S., S.J.), Apr., 127 

The 1938 Directory (A. M. S., S.J.), Mar., 


Se» 97-98 
—— The Nurse at the Deathbed (A. M. S., S.J.) 


, June, 197 











A Plea for the Tuberculous Patients in General Hospitals (A. M. S 
S.J.), June, 197-98 

Resolution of the American College of Hospital 
the National Health Program, Nov., 388 

Resolution of the American Protestant Hospital 
National Health Program, Formulated at the 
the Week of September 26, 1938, Nov., 388 


Administration on 


Association on the 
Dallas Meeting, in 


The Reverend Patrick J. Mahan, S.J., 1880-1938 (A. M. S., S.J.), 
Sept., 321-23 ; ; ; 
Statement of the American Hospital Association on the National 


Formulated at the Dallas Meeting in the Week 
of September 26, 1938, Nov., 386-87 
Statement of the Catholic Hospital 
Health Program, Nov., 387-88 
The Suit Against the Americ an 
S.J.), Sept., 323-24 
The Three National Hospital Associations and the 
Program (A. M. Schwitalla, S.J.), Dec., 425-26 
Twenty-Third Annual Convention (A. M. S., S.J.), 
EDUCATIONAL AGENCIES 
Tabular Summary — Affiliating Educational 
ated Schools of Nursing — United States 


Health Program, 
Association on the National 
Medical Association (A. M. S., 
National Health 
Apr., 127-28 


Institutions and Affili- 
and Canada (Dir. III, 


Table VIIIa), Sp. Dir. No., 88 

List of Affiliating Educational Institutions and Affiliated Schools 
of Nursing - United States (Dir. Ill, Table VIIIb), Sp. Dir. 
No., 89-92 

List of Affiliating Educational Institutions and Affiliated Schools 


of Nursing-— Canada (Dir. III, Table VIlIIc), Sp. Dir. No., 


and Canada 
Engaged in 
Table IX), 


Catholic Educational Agencies in the United States 
Offering Curricula of Special Interest to Sisters 
Hospital and Nursing Education Activities (Dir. III, 


Sp. Dir. No., 94-95 
EQUIPMENT 
Improvement and Equipment (Dir. II, Chap. I, 5a), Sp. Dir. No., 4 
ETHICS 


and the Sacraments (Rt. Rev. Msgr. Leo 
107-11 

Curriculum of the 
S.J.), Feb., 58-60 


Profession (Alphonse M. 


—-Catholic Ethical Nursing 
Gregory Fink), Apr., 
The Place of Ethics in the 
(Thomas J. MacMahon, 
—Ethics of the Medical 
June, 189-95 


School of Nursing 


Schwitalla, S.J.), 


EXECUTIVE BOARD (See CATHOLIC HOSPITAL ASSOCIA- 
TION Executive Board) 

EXHIBITORS (See CATHOLIC HOSPITAL ASSOCIATION 
Exhibitors) 


EXTREME UNCTION 
Opportunities of the Supervisor of Nursing for Assisting in the 
Spiritual Care of the Dying Patient: I. Introduction; Il. The 
Dying Adult; IIl. The Dying Child; IV. The Unborn Child; V. 
The Environment of the Dying Patient; VI. Conclusion (Sr. M. 
Denise Lefebvre), June, 167-79 
The Nurse at the Deathbed (A. M. 
197 


Schwitalla, S.J.), (Ed.), June, 


Felderhoff, O.S.B., R.N., B.S., Sister Mary Mildred, Comparative 
Nursing Time Study of Five Patients, All Having Cardiac Involve- 
ments: I. Introduction; I1. Problem; III. Data, Mar., 69-76 


Fink, V. F., Right Reverend Monsignor Leo Gregory, Catholic Ethical 
Nursing and the Sacraments, Apr., 107-11 

Religious Activities in Catholic Schools of Nursing, Oct., 339-42 

Frommelt, E.E., M.A., Horace A., Presiding, Maintenance Problems — 
A Round-Table Discussion, Jan., 18-23 


G 
The Reverend Edward F., 


Garesché, S.J., M.A., LL.B., Medical Mis- 
sionary Activities; A Symposium Presented at the 23rd Annual 
Convention, C.H.A., Friday Morning, June 17, 1938: I. Introductory 
Statement; Ill. The Work of the Daughters of Mary, Health of the 
Sick, Nov., 366-67, 369-71 


GENERAL HOSPITALS 
——A Plea for the Tuberculous Patients in General Hospitals (Alphonse 
M. Schwitalla, S.J.), (Ed.), June, 197 
Geraldine, S.S.M., R.N., B.S., Sister Mary, 
in Nursing: I. The Degree Program in Nursing, Jan., 
GOVERNMENT HOSPITALS 
-The Expansion of Governmental 
July, 230 
The Private Hospital and the Government in the Care of the Sick 
(William F. Montavon), July, 214-16 
GROUP HOSPITALIZATION 
American Hospital Association Speaks on Hospital Care Insurance 
(N.), Sept., 20A, 22A 
——Group Hospital Service Plans (Res. No. 49), July, 233 
Group Hospitalization (Dir. Il, Chap. I, 6), Sp. Dir. No., 5 


The Five-Year Curriculum 
9-12 


Hospital Service (Res. No. 23), 


H 
Grace D. i domranee, The New York Foundling 


Jan., 23— 


Hansome, R.N., M.A., 
Hospital Nursery School, 


Hanss, B.S., Evelyn Vera, Bislogical Aspects of Sulfanilamide, June, 
181-88 
Hatch, Congr. Orat., Very Reverend Paul V., The Catholic Hospital 


in Mission Sections, Nov., 363-65 


HAYES, HIS EMINENCE PATRICK JOSEPH CARDINAL, 1867- 
1938 (A. M. Schwitalla, S.J.), (Ed.), Oct., 350-52 
HEART DISEASE NURSING 
-Comparative Nursing Time Study of Five Patients, All Having 
Cardiac Involvements: I Introduction; II. Problem; LUI. Data 
(Sr. M. Mildred Felderhoff, O.S.B.), Mar., 69-76 
Helen, R.N., A.B., Sister M., Contribution of Hospit: als to the Com 


munity: 3 of a Director of Nursing, Apr., 104-5 

Henrietta, S.S.M., R.N., A.M., Sister Mary, Report of the Activities 
of the Council on Nursing Education for the United States of the 
Catholic Hospital Association, Dec., 397-400 

HOSPITAL ACTIVITIES (N.), Jan., 30-34A; Feb., 64, 18-34A; 
Mar., 18-41A; Apr., 128, 16—-28A, 33A; May, 166, 22A-46A; June, 
14A-22A, 28A-31A; July, 18A-36A; Aug., 292, 16A-28A; Sept., 
20A-32A; Oct., 18A-38A; Nov., 18A, 22A, 24A-38A; Dec., 18A- 


37A 
HOSPITAL APPROVALS (Dir. II, Chap. I, 
(Dir. II, Chap. II, 2), Sp. Dir. 


2), Sp. Dir. No., 3 
No., 5-6 


Malachy, 


HOSPITAL PROBLEMS 
romans Problems of the 
pr.. 100-3 
HOSPITAL SPIRIT 
Opportunities of the 
Spiritual Care of the 


Hospital (Malcolm T. MacEachern, M.D.), 


Nursing for Assisting in the 
Dying Patient: I. Introduction; Il. The 
Dying Adult; 111. The Dying Child; 1V. The Unborn Child; V. 
The Environment of the Dying Patient; V1. Conclusion (Sr. M. 
Lefebvre), June, 167-79 
That is Human” (Brother Leo., F.S.C.), May, 
- DESCRIPTIONS 
Hospitals and Institutions in 
New Hospital Building, St. 
(N.), Feb., 64 
Y Foundling Hospital Nursery 
Response to a Great Need, Jan., 25-30 
New York Foundling Hospital Nursery School (Grace D. 
Hansome), Jan., 23-25 
Power for the Mercy Hospital, Chicago 
Sp. Dir. No., 4A, 8A, 12A, 16A, 20A 
Sister M., Eight-Hour Day for Private-Duty 


Supervisor of 


“Naught 154-58 
HOSPITALS 
133—40 


Oregon 


Vicinity, May, 
Baker, 


Buffalo and 
Elizabeth’s Hospital, 


School The Sisters’ 


Lieurance 
Steam and (Gustav F. 
Moranz), 


Hugolina, R.N., 
sat. 3S 


Nurses, 


I 
Immele, R.N., B.S., Martha Anne, A Study of Nurses’ Clinical Records: 
Content of the Nurses’ Clinical Record; Il. Importance of the 
Nurses’ Clinical Records; I11. Faults in Nurses’ Clinical Records; IV. 
Improvement of the Nurses’ Clinical Records; V. ¢ 


Conclusions, Mar., 
76-86 
INDIGENT CARE 
The Church and the Indigent 
Convention of the Catholic 
Nevils, S.J.), Sept., 293-95 
INSTITUTE ON NURSING EDUCATION (See CATHOLIC HOS- 
PITAL ASSOCIATION Institute on Nursing Education) 
INTERN STAFF 
Internships (Dir. II, Chap. I, 4c), Sp. Dir. No., 3 
Internships (Dir. II, Chap. II, 3b), Sp. Dir. No., 6 
paca ph Lene GOITER CONFERENCE 
Third International Goiter Conference Planned 
INTERNATIONAL HOSPITAL ASSOCIATION 
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July, 


Annual 
Coleman 


- Sermon Twenty-Third 
Hospital Association (W. 


(N.), Mar., 98 
(Res. No. 46), 


Reverend George, Today’s Educational Responsibil- 
School of Nursing, Dec., 392-94 
Medical Mission: ry 
Annual Convention, C.H.A., 
Medical Missions in Our 


Johnson, Ph.D., The 
ity of the Catholic 
Joseph, A.B., Reverend Mother Mary, 
Symposium Presented at the 23rd 
Morning, June 17, 1938; II. 
Mission Program, Nov., 367-69 


Activities; A 
Friday 
Foreign 


Keenan, M.D., A. S., Contribution of Hospitals to the Community: 
Viewpoint of a Physician, Apr., 105-7 

Kelley, His Excellency, The Most Reverend Francis C., Greetings to 
the Twenty-Third Annual Convention of the Catholic Hospital Asso 
ciation: A Special Greeting, July, 207 

Kenny, R.H., R.N., Sister, A Comment on Administration in a Catholic 
Hospital, jan 8 
The Problem of the Chronically Ill, Nov., 18A 
The Dietitian and the Hospital Personnel, June, 196 

Kiliana, S.S.M., A.M., Sister M., Present Situation of Religion in the 
Curriculum of the Catholic School of Nursing, Oct., 343-46 

Kneifl, M. R. and Schwitalla, S.J., Alphonse M., The Catholic Hospital 
and School of Nursing at the End of 1937: I. Foreword; Il. Sum 
maries and i iscussions; III. Tables and Directories, Sp. Dir. No., 
1-102 

Koch, M.D., 


vention of 


Annual Con 
from the 


Edward W., 
the Catholic 


Greetings to the 


Twenty-Third 
Hospital 7 


Association: Greetings 


University of Buffalo, July, 212-13 
L 
LABOR 
Labor eaatione in Catholic Hospitals (Rev. John P. Boland), July, 
217 
LABORATORY 


(Res. No. 33), July, 231 
179-80 


Conference on Laboratory Technology 
Laetitia, Sister Mary, A — Utopia, June, 
LALINSKY, DR. HEL 

Mission Doctor Sailen : India (N.), Mar., 98 
Lefebvre, R.N., B.S., Sister M. Denise, Opportunities of the Supervisor 

of Nursing for Assisting in the Spiritual Care of the Dying Patient: 
I. Introduction; II. The Dying Adult; III. The Dying Child; IV. 
The Unborn Child; V. The Environment of the Dying Patient; VI. 
Conclusién, June, 167 79 
Leo, F.S.C., Brother, ““Naught That is Human,” May, 154-58 
Leonardine, S.Sp.S., Sister, Medical re gee Activities; A Symposium 
Presented at the 23rd Annual Convention, C.H.A., Friday Morning, 
June 17, 1938: V. The Work of the nue and the Visiting 
Nurse in Interior China, Nov., 375-70 
LIBRARY 
-Medical Libraries: A New Method of Financing (Sr. M. 
O.S.F.), Feb., 61-3 
Ligouri, R.N., Sister, The 


Tarcisa, 


Salary of the General-Duty Nurse, Apr., 125 


M 
Malcolm T., Contribution of 
Community: View of the Hospital Administrator, 
Present Problems of the Hospital, Apr., 100-3 
MacMahon, S.J., The Reverend Thomas J., The Place of Ethics in the 
Curriculum of the School of Nursing, Feb., 58-60 
Madeleine of Jesus, s.g.c., R.N., B.S. Sister, Report of the Council on 
Nursing Education for Canada of the Catholic Hospital Association, 
Dec., 401-3 
MAHAN, REV. PATRICK J. 
= ra Patrick J. Mahan, S.J., 


Hospitals to the 
May, 161-64 


MacEachern, M.D., 


1880-1938 (A. M. Schwitalla, 


Sept., 321-23 
MAINTENANCE : 
Maintenance Problems A Round-Table Discussion (Horace A. 


Frommelt, E.E., Presiding), Jan., 18-23 
F.M.M., Reverend Mother Mary, Medical Missionary Activities; 
A Symposium Presented at the 23rd Annual Convention, C.H.A., 








Friday Morning, June 17, 1938: IV. The Role of the Mission 
Nurse, Nov., 371-75 
McDonald, The Keverend Joseph P., Religious 
Hospital: Il. Medical Missions, Nov., 355-57 
MECHANICAL DEPARTMENT 
Maintenance Problems— A _ Round-Table 
Frommelt, Presiding), Jan., 18-23 
Steam and Power for the Mercy 
Moranz), Sp. Dir. No., 4A, 8A, 
MEDICAL ECONOMICS 


Responsibilities of the 


Discussion (Horace A. 


Hospital, Chicago (Gustav F. 


12A, 10A, 20A 


a Suit Against the American Medical Association (A. M. Schwi 
alla, S.J.), Sept., 323-24 
MEDICAL LIBRARIES 
Medical Libraries: A New Method of Financing (Sr. M. Tarcisa, 


O.S.F.), Feb., 61-63 
MEDICAL MISSIONS (See Missions) 
MEDICAL STAFF (See also Intern Staff) 
Medical Staff (Dir. II, Chap. 1, 4d), Sp. Dir. No., 3 
The Increasing Responsibilities of the Hospital's 
(Edward A. Twist, M.D.), Oct., 330-33 
Medical Staft (Dir. Ll, Chap. LI, Sp. Dir. No., 6 
MEDICINE, SOCIALIZED 
Medical Care for the American People 
MERCY HOSPITAL, CHICAGO 
——Steam and Power for the Mercy Hospital, Chicago 
Moranz), Sp. Dir. No., 4A, 8A, 12A, 160A, 20A 
MINUTES 


Medical Staff 





(Res. No. 26), July, 230 


(Gustav F. 


The Nursing School Evaluation Program; Proceedings of the Ex- 
aminers’ Conference, February 17 to March 8, 1938, Mar., 65-68 


The Nursing School Evaluation Program of the Catholic Hospital 
Association; Summary of the Proceedings of the Meeting of the 
Committee of Professional Advisers Held at St. Louis University 
School of Medicine, St. Louis, Mo., Wednesday, February 16th, 
1938, Feb., 31-50 

Summary of Minutes of Meeting of the Council on Nursing Educa 
tion for Canada, Mar., 92—95 
oo of the Minutes of the Executive Board 
‘atholic Hospital Association, Mar., 86—92 
"The Five-Year Curriculum in Nursing: III. 
tional Meeting on the Five-Year Curriculum in 
Amadeo, C.S.C., Presiding), Jan., 14-18 

——-Maintenance Problems A Round. Table 

Frommelt, Presiding), -, 18-23 


Meetings of the 


Minutes of the Sec- 
Nursing (Sr. M. 


(Horace A. 


Discussion 


-Religious Influence in the ‘atholic School of Nursing; Sectional 
Meeting 23rd Annual Rice vl C.E.A., Tuesday, June 14, 
1938 (Rev. Jos. Mullen, Presiding), Oct., 348-49, 352 


Convention, 
O'Connell, 


Meeting, 23rd Annual 


Personnel Problems; Sectional 
Cc 1938 (Rev. Joseph S. 


H.A., Tuesday, June 14, 
Presiding), Sept., 308 
MISSIONS, MEDICAL 
—-Medical Missionary Activity (Res. No. 53), July, 233 
l 


——Medical Missionary Activities; A Symposium Presented at the 23rx 
Annual Convention, C.H.A., Friday Morning, a 17, 1938: 
1. Introductory Statement (Edward F. Garesché, S.J.), Nov., 
366-67 
Il. Medical Missions in Our Foreign Mission Program (Rev. 


Mother Mary Joseph), Nov., 367-69 
Ill. The Work of the Daughters of Mary, 
(Edward F. Garesché, S.J.), Nov., 369-71 


Health of the Sick 


- The Role of the Mission Nurse (Rev. Mother Mary Malachy, 
F.M.M.), Nov., 371-75 
V. The Work of the Dispensary and _ the Visiting Nurse in 
Interior China (Sr. Leonardine, S.Sp.S.), Nov., 375-7 


40 
Vi. Am I My S.C.M.M., 
M ), Nov., 37 


‘ 81 
The Catholic Hospital in Mission Sections (Paul V. 


Brother's (Anna Dengel, 


Keeper? 


Hatch, Congr. 
ont. Nov., 363-65 
A Nurse’s Utopia (Sr. Mary Laetitia), June, 179-80 
Religious Responsibilities of the Hospital : _ IL. Medical Missions 





(Rev. Joseph P. McDonald), Nov., 355-5 
Monica, Sister M., Presidential Address, Ont: irio ( ‘onference, Feb., 51-53 
Montavon, og ee William F., The Private Hospital and the Govern- 
ment in the Care of the Sick, July, 214-16 
Moranz, Gustav F., Steam and Power for the Mercy Hospital, Chicago, 


Sp. Dir. No., 4A, 8A, 12A, 16A, 20A 

Ph.D., Irene E., Medical Social Work as an Expression of the 

Hospital’s Responsibility, July, 221-26 

Mullen, Ph.D., The Reverend Joseph, Presiding, 
the Catholic School of Nursing; Sectional 
Convention, C.H.A., Tuesday, June 14, 

Musante, Mrs. A. S., Contribution of the 
The Patient’s View, May, 160-61 


Religious Influence in 
Meeting 23rd Annual 
1938, Oct., 348-49, 352 

Community to the Hospital: 








N 
NATIONAL CATHOLIC WELFARE CONFERENCE 
Present Problems of Catholic Schools of Nursing and Hospitals 
President’s Address Twenty-Third Annual Convention of the 
Catholic Hospital Association: I. Introduction; II. Review of the 
- Iti 








Year’s Actiz s Evaluation Program of the Catholic Hos 
pital Association; IV. Meaning of the Catholic Hospital Associa- 
tion’s Program; V. Development in the Hospital Field; VI. Con 
‘lusion (A, M. Schwitalla, S.J.), Sept., 295-308 
NATIONAL HEALTH CONFERENCE 
Health and Economics (A. M. Schwitalla, S.J.), Aug., 235-39 


The National Health Conference, Washington, D. C., July 18, 19, 
and 20, 1938: Summary of the Program Recommended by 
the Technical Committee on Medical Care to the Interdepartmental 
Committee to Co-ordinate Health and Welfare Activities and Pre- 
sented to the President, February 14, 1938; II. A More Detailed 
Summary of the Various Sections of the Report; Ul. A Sum- 
mary of the Proceedings of the National Health Conference (A. M. 
Schwitalla. S.J.), Aug., 239-91 

NATIONAL HEALTH PROGRAM 

The Hospital Associations and the 

386 





National Health Program, Nov., 


Statement of the American Hospital Association on the National 
Health Program, Formulated at the Dallas Meeting in the Week 
of September 26, a 38, Nov., 386-87 

Statement of the Catholic Association on the National 


Hospital 

He: alth Program, — 387-88 

Resolution of the American Protestant Hospital 
National Health Program, Formulated at the 
the Week of September 26, 1938, Nov., 388 


Association on the 
Dallas Meeting in 


Resolution of the American College of Hospital Administration on 
the National Health Program, Nov., 388 

A Comparative Analysis of the Statements of Various Hospital 
Organizations and of the American Medical Association on Ele- 
ments of the National Health Program, Nov., 389 

The American Medical Association and the N tional Health Program 
(A. M. Schwitalla, S.J.), (Ed.), Oct., 325-27 

Attitude of the Hospital Associations to the National Health 
Program (A. M. Schwitalla, S.J., et al), (Ed.), Dec., 427-30 

The Three National Hospital Associations and the National Health 
*rogram (A. M. Schwitalla, S.J.), (Ed.), Dec., 425-26 

NATIONAL HOSPITAL DAY 
Hospital Day (A. M. Schwitalla, S.J.), (Ed.), Apr., 127 


Nevils, S.J., The Reverend W. Coleman, The Church and the Indigent; 


Sermon, Twenty-Third Annual Convention of the Catholic Hospital 
Association, Sept., 293-95 

NEW BOOKS, Feb., eo Apr., 16A; July, 234, 18A; Aug., 291; 
Nov., 20A, 22A; Dec we 49 


NEW ‘HOSPITAL PRODUCTS, Jan., 43A; Feb., 
45A; ae. a 33A; May, 60A-64A; June, 252 
Sept., 44A-47A; Oct., 38A; Nov., 44A; Dec., 38A—40A 

NEW YORK FOUNDLING HOSPITAL NURSERY SCHOOL 

The Sisters’ Response to Great Need, Jan., 25-30 
New York Foundling Eenepite il Nursery School (Grace D. 
Hansome), Jan., 23 
NEWFOUNDLAND. HOSPITALS 
General Statistics of the Catholic Hospital of Canada and New 
foundland (Dir. I, Chap. 11), Sp. Dir. No., 5-6 
ns of Catholic Hospitals in Canada and Newfoundland (Dir. 
, Table IIb), Sp. Dir. No., 41-46 
NEWFOUNDLAND RELIGIOUS ORDERS 


Religious Orders, Congregations, and Other 


Lieurance 


Organizations Engaged 


in Hospital Activity Canada and Newfoundland (Dir. III, Table 
XI), Sp. Dir. No., 101-2 
NURSERY SCHOOL 
The New York Foundling Hospital Nursery School The Sisters’ 
Response to a Great Need, Jan., 25-30 
The New York Foundling Hospital Nursery School (Grace D. 


Lieurance Hansome), Jan., 23-25 
NURSING A 
Opportunities of the 
Spiritual Care of the 
June, 167-79 
The Nurse at the Deathbed (A. M. Schwitalla, S.J.), (Ed.), June, 
197 
Eight-Hour Day 
Eight-Hour Day for 
Mar., 95 
Erysipelas 
Nursing Procedures in Erysipelas Cases (Sr. 
liams), Apr., 121-25 


Assisting in the 
Denise Lefebvre), 


Supervisor of Nursing for 
Dying Patient (Sr. M. 


Private-Duty Nurses (Sr. M. Hugolina), 


Mary Virginia Wil 


Ethics 
Catholic Ethical Nursing and the Sacraments (Rt. Rev. Msgr. 
Leo Gregory Fink), Apr., 107-11 
Hospital 
———Nursing Service (Dir. II, Chap. I, 4e), Sp. Dir. No., 3-4 
—Nursing Service (Dir. II, Chap. II, 3d), Sp. Dir. No., 6 
A Patient Load (Sr. M. Alberta), June, 195-96 


The Increased etre: of the Hospital Nursing Staff (Sr. 


M. Conchessa, S.S.J.), Oct., 334-36 
The Selection of the St: aff Nurse (Sr. O.S.F.), Apr., 


Damien, 


118-19 
The Salary of the General-Duty Nurse (Sr. Ligouri), Apr., 125 
Pediatric 


Pediatric Nursing (Sr. Mary Sunderland, R.H.), Nov., 381-83 
Private Duty 
Eight-Hour Day for 
Mar., 95 
Salaries 
The Salary of the 
Time Studies 
Comparative Nursing Time 
Cardiac Involvements: I. 


Private-Duty Nurses (Sr. M. Hugolina), 


General-Duty Nurse (Sr. Ligouri), Apr., 125 
Patients, All Having 
Problem; III. Data 


Study of Five 
Introduction; II. 


(Sr. Mary Mildred Felderhoff, O.S.B.), Mar., 69-76 
Visiting 
- Medical Missionary Activities; A Symposium Presented at the 
23rd Annual Convention, C.H.A., Friday Morning, June 17, 


+e V. The Work of the Dispe nsary and the Visiting ‘Nurse in 
Interior China (Sr. Leonardine, S. Sp.S.), Nov., 375-76 
NURSING EDUCATION 
Nursing Education in the Present Directory, Sp. Dir. No., 8 
Summary of Minutes of Meeting of the Council on Nursing Educa 
tion for Canada: I. Meeting of September 6, 1937, Ottawa General 
Hospital, Ottawa, Ontario; II. Meeting of September 7, 1937, 
Grey Nuns of the Cross Motherhouse, Ottawa; Appendix A. 
Resolution of the Council on Nursing Education of the Catholic 
Hospital Association Concerning the Nursing Education Program 
of the Canadian Nurses’ Association, Mar., 92-95 
A Tentative Exposition of the Philosophy of Nursing Education (Sr. 
Mary Agnes Clare, S.S.M.), Feb., 43-46 
NURSING SCHOOL 
Dominion Registration of 
Admission 
The Five-Year Curriculum in Nursing: IT. 
and the Fields of Specialization (Sr. M. 


Nurses (Res. No. 45), July, 232 
Selection of Students 
Domitilla), Jan., 


12 
Affiliations, Educational 


Tabular Summary Affiliating Educational Institutions and 


Affiliated Schools of Nursing United States and Canada 
(Dir. III, Table VIITa), Sp. Dir. No., 88 
List of Affiliating Educational Institutions and Affiliated Schools 


of Nursing — United States (Dir. III, Table VIIIb), Sp. Dir. 


No. 89-92 


List of Affiliating Educational Institutions and Affiliated Schools 

of Nursing — Canada (Dir. III, Table VIIIc), Sp. Dir. No., 93 
—— _ Hospital 

Tabula Summary — Hospital Affiliation Extended (Dir. III, 
Table Via). Sp. Dir. No., 79 

List of Catholic Hospitals which Extend Affiliation — United 
States (Dir. III, Table VIb), Sp. Dir. No., 80-82 

List of Catholic Hospitals which Extend Affiliation Canada 
(Dir. III, Table VIc), Sp. Dir. No., 83 


Curriculum 








’ 
- ‘atholic Educational Agencies in the United States and Canada 
Offering Curricula of Special Interest to Sisters Engaged in 
Hospital and Nursing Education Activities (Dir. Ill, Table 


IX), Sp. Dir. No., 94-95 

-Tabular Summary Advanced Courses in the Nursing Specialties 
(Dir. I11, Table VIla), Sp. Dir. No., 84 

List of Advanced Courses in the Nursing Specialties for Graduate 
Nurses and Others United States (Dir. III, Table VIIb), 
Sp. Dir. No., 85-86 

List of Advanced Courses in the 
ate Nurses and Others Canada (Dir. III, Table 
Sp. Dir. No., 87 

Teaching of Religion 

Catholic Philosophy in the 

The Five-Year Curriculum in 
Nursing (Sr. Mary Geraldine, 

. Selection of Students and the 

M. Domitilla), Jan., 12—14 
III. Minutes of the Sectional 

riculum in Nursing (Sr. M. Amadeo, 
14-18 

Present 


Nursing Specialties for Gradu 


VilIc), 


(Res. No. 41), 
Curriculum (Res. No. 42), 
Nursing: lL. The Degree 
S.S.M.), Jan., 9-12 
Fields of Specialization (Sr. 


July, 232 
July, 232 
Program in 


Five-Year Cur 
Presiding), Jan., 


Meeting on the 
C.S.C., 


Situation of Religion in the Curriculum of the Catholic 


School of Nursing (Sr. Kiliana, S.S.M.), Oct., 343-46 

The Place of Ethics in the Curriculum of the School of Nursing 
(Thomas J. MacMahon, S.J.), Feb., 58-60 

Community Health in the Nursing Curriculum (Eileen M. 
Riordan), Feb., 53-57 

Evaluation 

Evaluation Pattern Map; Catholic Hospital Association of the 
United States and Canada Council on Nursing Education; Nurs 
ing School Evaluation Program, Dec., Suppl. No. 

Evaluation Program (Res. No. 38), July, 


The Nursing School 
232 


. To the Mothers General and Provincial of the Members of 
Councils on Nursing Education and of the Committee of Ex 
aminers (Res. No. 39), July, 232 

The Nursing School Ev: iluation Program of the ( 
Association; Summary of the Proceedings of the 


‘atholic Hospital 
Meeting of 


the Committee of Professional Advisers Held at St. Louis 
University School of Medicine, St. Louis, Mo., Wednesday, 
February 16th, 1938: I. Resume; II. Discussion; U1. Opposi 
tion to and Support of the Program; IV. Action of the Com 
mittee of Professional Advisers; yf Organization and Develop 
ment of the Project; Appendix A. Agenda, Feb., 31-5 


Proceedings of the 
Mar., 


P rogram; 
March 8, 


School 
Conference, 


Evaluation 
February 17 to 


The Nursing 
Examiners’ 
65-68 

Objectives and Principles of the Evaluation Program of the 

Catholic Schools of Nursing: I. The Institute on Nursing 
Education, Buffalo, N. Y., June 10-11, 1938; Il. The Objectives 
of the Evaluation Program; Il. Evaluation Procedures; 
The Elen ents of the Evaluation Program; V. The Expression 
of the Sister Examincr’s Judgment; V1. Reports to the Schools 
of Nursing on the Evaluation; VII aluation Documents; 
VIII. Evaluation of the First Forty-Five Schools, Dec., 404-24 

Hospital 


1938, 





Statistical Pattern Map; Catholic Association of the 
United States and i = Council on Nursing Education; 
Nursing School Evaluation Program, Dec., Suppl. No. 2 

To the Members of the Councils on Nursing Education and of 


(Res. No. 
Program 


40), July, 232 
-Report of Progress, 


Examiners 
Evaluation 


the Committee of 

The Nursing School 
Apr., 99 

The Nursing School Evaluation Program of the Catholic Hospital 
Association: I. The Present Status, 2-3; I Committee of 
Professional Advisers, 3-5; III. Board of Review, 5; y 
Committee (Alphonse M. Schwitalla, 
Jan., 2-7 

The Evaluation 





of Examiners, 5-7 ’S.J.), 


Program (A. M. Schwitalla, S.J.), (Ed.), Mar., 
Schools of Nursing and Hospitals — 
Third Annual Convention of the 
Introduction; Il. Review of 
Program of the C.H.. 

Development in the 


Schwitalla, S.J.), 


Present Problems of Catholic 
President’s Address Twenty- 
Catholic Hospital Association: I. 
the Year's Activities; U1. Evaluation 
IV. Meaning of the C.H.A. Program; V. 
Hospital Field; V1. Conclusion (Alphonse M. 
Sept., 295-308 

Experience 
- Clinical 





Experience of Students in Nursing; A Study of Some 


Current Methods in Its Evaluation (Edna C. Weigand), Apr., 
111-18 
Personnel 
The Responsibility for Personnel Service in the Catholic Schools 
of Nursing (Sr. Maria Corona), Dec., 394—96 
Religion 
Religious Activities in Catholic Schools of Nursing (Rt. Rev. 
Msgr. Leo Gregory Fink), Oct., 339-42 
Present Situation of Religion in the Curriculum of the Catholic 
School of Nursing (Sr. M. Kiliana, S.S.M.), Oct., 343-46 


Influence in the Catholic School of Nursing; Sectional 
Meeting, 23rd Annual Convention, C.H.A., Tuesday, June 14, 
1938 (Rev. Jos. Mullen, Presiding), Oct., 348-49, 352 
Student Guidance 
Personnel Guidance (Res. No. 
Textbooks 
i Selection of 
3), July, 232 


NURSING ‘SPECIALTIES 


Religious 


44), July, 232 


Textbooks and Reference Material (Res. No. 


Tabular Summary Advanced Courses in the Nursing Specialties 
(Dir. III, Table VIIa), Sp. Dir. No., 84 
List of Advanced Courses in the Nursing Specialties for Graduate 


Nurses and Others United States (Dir. III, Table VIIb), Sp. 


Dir. No., 85-86 


—List of Advanced Courses in the Nursing Specialties for Graduate 
Nurses and Others Canada (Dir. III, Table VIIc), Sp. Dir. 
No., 87 
1) 
OBSTETRICS 
Pediatric Service and Maternal Welfare (Res. No. 31), July, 231 


A Film, a Journal, and the Baby (A. M. Schwitalla, 


Birth of a 
S.J.). (Ed.), June, 198-99 
OCCUPANCY (Dir. II, Chap. I, 3), Sp. Dir. No., 
O’Connell, The Reverend Joseph S., Presiding, 


* rsonnel Problems; 


Sectional Annual Cor 


14, 1938, 


Meeting 23rd 
Sept., 308 


vention, C.H.A., Tuesday, June 





O’Connor, C.M., Ph.D., The Reverend mas D., Greetings to the 
Twenty-Third Annual Convention of “the Catholic Hospital Association 
Greetings from Niagara University, Niagara Falls, New York, July, 
209-10 

O’Dwyer, The Right Reverend Monsignor TI as J., Greetings to the 
Twenty-Third Annual Convention of the Catholic Hospital Association 
Greetings from the National Conference f Cath Charities, July, 
1 

O’Mailey, S.J., The Reverend Francis A., Greetings to the Twenty 
Third Annual Convention of the Catholic Hospital Association 
Greetings from Canisius College, July, 211-12 

ONTARIO CONFERENCE 

Resolutions at the Ontario Conference, C.H.A., Feb., 60-61 


The Sixth Annual Convention of the Ontario Conference, C.H.A 
Feb., 51 
Presidential Address, Ontario Conference (Sr. M. Monica), Feb., 
51-53 
O’Toole, Hon. John J., Contribution of the Community to the Hospital 
An Attorney's View, May, 159-60 


OUR AUTHORS, Jan., 30; 


166; June, 200; July, 18A; 


Mar., 98; Apr., 128; 


. May, 
Oct., 36A; Nov., 390; Dec., 431 


P 
Patri O.S.B., B.S Sister M The 
in the Hospital, Feb., 57-58 
PEDIATRIC DEPARTMENT 


Place of the Record Department 





Pediatric Service and Maternal Welfare (Res. No. 31), July, 231 
PEDIATRIC NURSING (Sr. Mary Sunderland), Nov., 381-8 
PERSONAL NEWS ITEMS (N.), Jan., 36-40A; May 18—58A; 

June, 199-200; Aug., 33A; Sept., 34A-44A; Nov., 40A, 43A; Dec., 
431, 432 
PERSONNEL 
Personnel (Dir. II, Chap. I, 4), Sp. Dir. No., 3-4 
Personnel (Dir. II, Chap. II, 3), Sp. Dir. No., 6 
Personnel Relations (Res. No. 35), July, 231 
Labor Relations in Catholic Hospitals (Rev. John P. Boland), July, 
217-19 

Personnel Problems (Guy J. Clark), Sept., 309-20 

Personnel Problems; Sectional Meeting 23rd Annual Convention, 
C.H.A., Tuesday, June 14, 1938 (Rev. Joseph S. O'Connell, 


Presiding), Sept., 308 


Christian Attitude on Social Problems (A. M. Schwitalla, S.J.), 
(Ed.), Apr., 126-27 
R 
RECONDITIONING 
1e Reconditioning of Hospitals (Dir. IT, Chap. I, 5), Sp. Dir 
No., 4-5 
RECORDS 
A Study of Nurses’ Clinical Records (Martha Anne Immele), Mar., 
The Place of the Record Department in the Hospital (Sr. M 
Patricia, O.S.B.), Feb., 57-58 
eens, CONFERENCES (See Catholic Hospital Association 
Region Conferences) 
Reilly, George J., Contribution of the Community to the Hospital: View 
of a Supervisor, May, 164-65 
REL IGION (See also Nursing School Curriculum) 
Religious Responsibilities of the Hospite al: I. Zeal for Souls (Cal- 
listus Smith, O.F.M.), Nov., 353-55 
I. Medical Missions (The Rev "Teseahh P. McDonald), Nov., 
III. The Sanctification of the Hospital Sister: A. A Sister's View 
(Rev. Mother M. Concordia, S.S.M.), Nov., 357-60; B. The 
Priest’s View (Martin J. Blake, C.M ), Nov., 361-63 
The Changing Responsibility of the Catholic Hospital for the 
Spiritual Care of Its Patients (Rev Fran is J. Brennan, S.T.L.) 


Oct., 336—38 


Opportunities of the Supervisor of Nursing for Assisting in the 





Spiritual Care of the Dying Patient: I. Jntroduction; IT. The 
nq Adult; III. The Dying Child; TV. The Unborn Child; V. 
The Environment of the Dying Patient; VI. Pate: wm By (Sr. M. 
Denise Lefebvre), Tune, 167-79 
A Film, a Jourral, and the Birth of a Baby (A. M. Schwitalla, 
S.J.), (Ed.), June, 198-99 
The Nurse at the Deathbed (A. M. Schwitalla, S.J.), (Ed.), June, 


197 

RELIGIOUS ACTTVESTES IN SCHOOLS OF NURSING 
Religious Activities in Catholic Schools of Nursing (Rt. Rev. Msgr 
Leo Gregory Fink), Ont , 339-42 


Present *Situation of Religion in the Curriculum of the Catholic 
School of Nursing (Sister M. Kiliana, S.S “M.). Oct., 343-46 
Religious Influence in the Catholic School of Nursing; Sectional 
Meeting, 23rd Annual Convention, C.H.A., Tuesday, June 14, 
1938 (Rev. Jos. Mullen, Presiding), Oct 348-49, 352 
er ORDERS 
‘ligious Orders, Congregations, and Other Organizations Engaged 


in ‘Heaphal and Nursing Activity in United States and Canada 
(Dir. II, Chap. TV), Sp. Dir. No., 7 
Religious Orders, Congregations, and Other Organizations Engaged 


in Hospital and Nursing Activity United States and Posses 
(Dir. ITI, Table X), Sp. Dir. No., 96-100 

lilies Orders, Coon rregations, and Other Organizations Engaged 

in Hospital Activity Canada and Newfoundland (Dir ITT, 

Table XI), Sp. Dir. No., 101-2 

Riordan, Eileen M., Community Health 


in the Nursing Curriculum, Feb., 


RESPONSIBILITY 


Responsibility for Progressive Excellence of Hospital Service (A. 
C. Bachmeyer, M.D.), Oct., 328-30 

The Changing Responsibility of the ‘atholic Hospital for the 
Spiritual Care of Its Patients (Rev. Bon J. Brennan, S.T.L.), 
Oct., 336-38 

The Increased Responsibility of the Hospital Nursing Staff (Sr 
M. Conchessa, S.S.J.), Oct., 334-36 

The Increasing Responsibilities of the Hospital's Medical Staff 


Twist. M.D.), Oct., 330-33 


(Edward A 





Ss 
SACRAMENTS (See also Extreme Unction) 
—Catholic Ethical Nursing and the Sacraments (Rt. Rev. 
Leo Gregory Fink), Apr., 107-11 
ST. ELIZABETH HOSPITAL, BAKER, OREGON 
New Hospital Building — St. Elizabeth Hospital, 
(N.), Feb., 64 
SCHOOLS OF "NURSING (See Nursing Schools) 
Schwitalla, S.J., Alphonse M., The Allotment of Surplus Commodities 
to the Hospitals (Ed.), Dec., 430 
The American Medical Association 
(Ed.), Oct., 7 
Attitude of the Hospital Associations to the National Health Program, 
(Ed.), Dec., 427-30 
Christian Attitude on Social Problems, 
Christmas, 1938, Dec., 391 
The Convention, (Ed.), Mar., 96-97 
Ethics of the Medical Profession, June, 189-95 
The Evaluation Program, (Ed.), Mar., 97 
A Film, a Journal, and the Birth of a Baby, 
Health and Economics, (Ed.), Aug., 235-39 
His Eminence Patrick Joseph Cardinal Hayes, 1867-1938, (Ed.), Oct., 
350-52 
Hospital Day, (Ed.), Apr., 127 
The National Health Conference, 
and 20, 1938: I. A Summary of the 
Technical Committee on Medical Care to the Interdepartmental Com- 
mittee to Co-ordinate Health and Welfare Activities and Presented to 
the President, February 14, 1938; Il. A More Detailed Summary of 
the Various Sections of the Report; III. A Summary of the Proceed- 
ings of the National Health Conference, ‘Aug., 239-9 
1938, Jan., 1 
The 1938 Directory, (Ed.), Mar., 97-98 
The Nurse at the Deathbed, (Ed.), June, 197 
The Nursing School Evaluation Program of the 
Association: I. The Present Status, Jan., 2-3 
A Plea for the Tuberculous Patients in General 
June, 197-98 
Present Problems of Catholic Schools of Nursing and Hospitals — 
President’s Address Twenty-Third Annual Convention of the Cath- 
olic Hospital Association: I. Introduction; II. Review of the Year's 
Activities; III. Evaluation Program of the Catholic Hospital Associa- 
tion; IV. Meaning of the Catholic Hospital Association Program; V. 
Development in the Hospital Field; VI. Conclusion, Sept., 
The Reverend Patrick J. Mahan, 7. 1880-1938, Sept., 32 
The Suit Against the American Medical Association, Sept., 
The Three National Hospital Associations and the National 
Program (Ed.), Dec., 425-26 
Twenty-Third Annual Convention, (Ed.), Apr., 
The Twenty-Third Annual Convention, May, 129-33 
—and M. R. Kneifl, The Catholic Hospital and School of Nursing at 
the End of 1937: I. Foreword; II. Summaries and Discussions; 
IIT. Tables and Directories, Sp. Dir. No., 1-102 
SERVICE 
Allied Agencies 
——Character of Service (Dir. 
—Staff and Service (Dir. IT, 
Hospital 
——Adequate Medical and 
25), July, 230 
-The Magnitude of Catholic Hospital Service in the United States 
(Dir. II, Chap. T, 10), Sp. Dir. No., 2 
~———-The Magnitude of Hospital Service in Canada (Dir. TT, Chap. 
II, 1), Sp. Dir. No., 5 
——Responsibility for Progressive 
(A. C. Bachmeyer, M.D.), Oct., 
SISTERS 
——The Personal Sanctification of the Hospital Sister (Res. No. 22), 
July, 230 
—Catholic Educational Agencies in the United 
Offering Curricula of Special Interest to 
ag and ae Education Activities (Dir. 
Dir. No., 94-95 
me 3... Responsibilities of the Hospital: ITT. 
the Hospital Sister: A. A Sister's View (Rev. 
cordia, S.S.M.), Nov., 357-60; B. The Priest’s 
J. Blake, C.M.), Nov., 361 63 
SMALL HOSPITALS 
——The Small Hospital (Res. No. 30), July, 231 
Smith, O.F.M., The Reverend Callistus, Religious 
the Hospital: I. Zeal for Souls, Nov., 353-55 
SOCIAL SERVICE 
Hospital 
—-The Development of Medical Social Service Departments 
No. 32), July. 231 
-Medical Social Work as an Expression of the Catholic Hospital’s 
Responsibility (Irene E. Morris), July, 221-26 
SPECIALIZED DEPARTMENTS 
Hospital Excellence in Specialized Departments 
July, 231 
STAFF 
Allied Agencies 
——Staff and Service (Dir. 
STANDARDIZATION 
——The Effect of the Standardization Program of the American College 
of Surgeons on Hospital Conditions (Sr. Mary Agnes, O.S.F.), 
Apr., 119-21 
STATE AID 
—The Private Hospital and the Governmenf in the Care of the Sick 
(William F. Montavon, K.S.G.), July, 214-16 


Msgr. 


Baker, Oregon 


and the National Health Program, 


126-27 


(Ed.), Apr., 


(Ed.), June, 198-99 


Washington, D. C., July 18, 19, 
Program Recommended by the 


Catholic Hospital 


Hospitals, (Ed.), 


Health 


Sp. Dir. No., 7 


II, Chap. IIT, 3), 
No., 7 


Chap. IIT, 4), Sp. Dir. 


Public (Res. No. 


Hospital Care for the 


Excellence of Hospital Service 


328-30 


States and Canada 
Sisters Engaged in 
III, Table IX), 


The Sanctification of 
Mother M. Con- 
View (Martin 


Responsibilities of 


(Res. 


(Res. No. 34), 


II, Chap. III, 4), Sp. Dir. No., 7 


Copyright, 


(A. M. 


Surpius Commodities to the Hospitals 
(Ed.), Dec., 430 


The Allotment of 
Schwitalla, S.J.), 
STATISTICS 
The Catholic Hospital and School of Nursing at the End of 1937: 
I. Foreword; Summaries and Discussions; III. Tables and 
Directories (A. M. Schwitalla, S.J. and M. R. Kneifl), Sp. Dir. 
No., 1-102 
Hospital 
Hospital Accounting and Statistics (Res. No. 36), July, 231 
The Magnitude pf Catholic Hospital Service in the United States 
II, Chap. I, 1), Sp. Dir. No., 2 
Magnitude of Hospital Service in Canada 
» 1), Sp. Dir. No., 5 
Institutions and Institutions not 
. No., 8-9 
Tabular Summary by 
Allied Medical and 
and Canada (Dir. ITI, 
Nursing School 
T: thular Summary 
S. Possessions - 
Dir. 'No.. 61 
STEAM AND POWER 
-Steam and Power for the Mercy 
Moranz), Sp. Dir. No., 4A, 8A, 
SULFANILAMIDE 
Biological Aspects of 
181-88 
Sunderland, R.H., R.N., 
381-83 
SUPERINTENDENTS 
——Changes in Superintendents (Dir. IT, 
—Changes in Superintendent (Dir. IT, 


(Dir. II, Chap. 


Previously Listed, Sp. 
Hospitals and 


Types of Service Catholic 
States 


Nursing Agencies of the United 
Table [), Sp. Dir. No., 13 


Catholic Schools of Nursing — United States 
-Canada (Dir. III, Table IV), Sp. 


Hospital, Chicago (Gustav F. 
2 16A, 20A 
Sulfanilamide (Evelyn Vera Hanss), June, 


B.S., Sister Mary, Pediatric Nursing, Nov., 


Sp. Dir. No., 3 


Chap. I, 4a), 
Sp. Dir. No., 6 


Chap. II, 3a), 


(Dir. III), Sp. Dir. No., 10-102 
Libraries: A New Method of 


= 
TABLES AND DIRECTORIES 
Tarcisa, O.S.F., 
Financing, Feb., 
THERAPY 
Drug 
-Biological 
181-88 


Sister M., Medical 


61-63 


Aspects of Sulfanilamide (Evelyn Vera Hanss), June, 


Contribution of the Community to the Hospital: View 


165-66 


Tobin, Richard, 
of a Banker, May, 
TRENDS 
-1938 (A. M. Schwitalla, S.J.), Jan., 1 
Present Problems of Catholic Schools of Nursing and Hospitals — 
President’s Address Twenty-Third Annual Convention of the 
Catholic Hospital Association: I. Introduction; Il. Review of the 
Year’s Activities; III. Evaluation Program of the Catholic Hos- 
tital Association; IV. Meaning of the Catholic Hospital Association 
Program; V. Development in the Hospital Field; V1. Conclusion 
(A. M. Schwitalla, S.J.), Sept., 295-308 
TUBERCULOSIS 
A Plea for the Tuberculous Patients in General Hospitals (A. M. 
Schwitalla, S.J.), (Ed.), June, 197-98 
Twist, M.D., Edward A., The Increasing Responsibilities of the Hos- 
pital’s Medical Staff, Oct., 330-33 
Twitty, Bryce, Schwitalla, S.J., A. M., 
of the Hospital Associations to the National 
427-30 


and Carter, Dr. Fred, Attitude 
Health Program, Dec., 


U 
UNITED STATES ALLIED AGENCIES 
General Statistics of Catholic Allied Agencies of the United States 
and Canada (Dir. II, Chap. III), Sp. Dir. No., 6-7 
Directory of Catholic Allied Medical and Nursing Agencies in the 
United States and Possessions (Dir. III, Table IIIa), Sp. Dir. 
47-56 
UNITED’ STATES EDUCATIONAL AGENCIES 
List of Affiliating Educational Institutions and Affiliated 
of Nursing — United States III, Table VIITIb), 
No., 89~—92 
UNITED STATES HOSPITALS 
General Statistics of the Catholic 
(Dir. II, Chap. I), Sp. Dir. 1 
Directory of Catholic Hospitals of "the United States and Posses- 
sions (Dir. III. Table IIa), Sp. Dir. No., 14—40 
UNITED STATES RELIGIOUS ORDERS 
-Religious Orders, Congregations, and Other Organizations Engaged 
in Hospital and Nursing Activity in United States and Canada 
(Dir. II, Chap. TV), Sp. Dir. No., 7 
Religious Orders, Congregations, and Other Organizations Engaged 
in Hospital and Nursing Activity United States and Possessions 
(Dir. IIT. Table X). Sp. Dir. No.. 96-100 
UNITED STATES SCHOOLS'OF NURSING 
-Directory of Catholic Schools of Nursing in 
and Possessions (Dir. III, Table Va), Sp. Dir. No., 


Schools 


(Dir. Sp. Dir. 


Hospits il of the United States 


the United States 
62-75 


VOLUNTARY HOSPITALS 
The Private Hospital and the Government in the 
(William F. Montavon), July, 214-16 


Care of the Sick 


w 
Weigand, R.N.. B.S., Edna C., Clinical Experience of Students in 
Nursing; A Study of Some Current Methods in Its Evaluation, Apr., 
111-18 
Williams, R.N., B.S., 
Erysipelas Cases, Apr., 


Sister Mary Virginia, Nursing Procedures in 


121-25 
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